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UNCLASSIFIED 

PAGE 01 ATHENS 02388 230836Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO /018W 

099341 231944Z/45 

R 230729Z MAR 78 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 5094 
INFO AMEMBASSY BUCHAREST 

UNCLAS ATHENS 2388 

DEPT FOR A/SY/OPS/T; BUCHAREST FOR RSO 

E.O. 11652N/A 
TAGS ASEC 

SUBJECT: BOROSCOPE LAMPS 


Message Text 


REF: BUCHAREST 1850(NOTAL) 

1 . PLEASE FORWARD 6 EA. TYPE 55, 3 VOLT BOROSCOPE BULBS TO 
AMEMBASSY BUCHAREST, ATTN: RSO. ASAP. 

MCCLOSKEY 


UNCLASSIFIED 
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Disposition Action: n/a 
Disposition Approved on Date: 
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Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 
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Format: TEL 
From: ATHENS 
Handling Restrictions: n/a 
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Line Count: 34 
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Original Previous Handling Restrictions: n/a 
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Previous Classification: n/a 
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Retention: 0 
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Review Release Event: n/a 
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Secure: OPEN 
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